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tE-ORANDUM FOR: Chief, Supply Division, Oh 


25X1 


FROM: 



raffic Branch 


25X1 SUBJECT: 


lFuel Status 


1. During the three month period October, November, and December 1979, 
25X1 the | |fucl used compared to the same period in 1978 is as 

follows: 



GASOLINE 


PERCENT 



1978 

1979 



October 

1545 Gals 

580 Gals 

-62$ 


November 

1533 

594 

-61$ 


December 

1237 

617 

-50$ 


TOTALS 

4315 Gals 

1791 Gals 

-58$ 



DIESEL 


PERCENT 



1978 

1979 



October 

2002 Gals 

2115 Cals 

+ 6$ 


November 

2113 

2369 

+12$ 


December 

2301 

2841 

+23$ 


TOTALS 

6416 ■ Gals 

7325 Gals 

+14$ 


All Fuels Overall 

10,731 Gals 

9,116 Gals 

-15$ 


Total Nine Month Period 
(April - December) 

31,375 Gals 

29,542 Gals 

- 6$ 
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